QI Site Entry/Movement/Exit Security 


Qualified staff need to assess the possibility of infection passing from infected Q/I clients 
to staff, visitors and neighbors and the appropriate means for IPC. 
e A map of the facility will contain the movement around the quarantine grounds 
and in all buildings, including areas restricted by protocol and/or staff type. 
e A fence or patrolled perimeter needs to be designed to prevent entry of any 
unauthorized individual or any uncontrolled exit. 
Well trained and informed security personnel must be deployed on a 24/7 basis to 
monitor the facility and enforce the movement protocols. 
Proper identification must be visibly worn by anyone coming onsite. Security will 
regulate all movement in and out of each building and the grounds. Security will require 
appropriate authorization for anyone coming onto the property or entering a building 
without proper identification. 
Security will maintain a registry (hard copy or electronic) for everyone entering a Q/I 
site, including date, time, name, department, entry point, etc. Temporary security badges 
may be useful at large sites, where many people are entering and exiting throughout the 
day. Parking passes may also be useful at any site to determine who can and can’t park 
on-site. 
All personnel will conform to appropriate entry clinical checks as needed, e.g., body 
temperature, possible symptoms or infection exposure, etc. 


There must be a separate entry and exit for quarantine and isolation clients. 


